HEATING

287

A "Janus " back to back grate. 213, Oven. 214. Fireplace. 215. Sectional elevation.

f PLASTER

OPENfNG       H.P. BOILER
12" x 6" x 4"

DAMPER HANDL^

SECTIONAL ELEVATION THROUGH
FIRE AND OVEN